ADDENDUM NO. 1 
Date: 04/21/22 
To all Bidders on the Project titled: 


Town of Fairhaven, Massachusetts 
Project: The Farmfield Street, Harbor View Avenue and Akin Street Roadway Improvement Project 


Prepared by: 

GCG Associates, Inc. 
84 Main Street 
Wilmington, MA 01887 


Reference Contract Documents (drawings and specifications) dated April 6, 2022. This Addendum shall be 
part of the Contract Documents. 


Bidders are to acknowledge receipt of this Addendum No. 1 on the Bid Form in Section 00300-3, (Page 3) 
of the Contract Documents and Specifications. Failure to do so may result in the rejection of the Bid. 


The item set forth herein, whether of omission, addition, substitution, or clarifications are all to be 
included in and form a part of the bid submitted. 


Modifications to Project Contract Documents and Specifications: 
Item No. 1: Section - Invitation to Bid, Section 00010-1 (Page 1) and all legal Advertisements: 
Remove the sentence: “ The work is estimated to cost $545,000.00”and add the following sentence 


“MassDOT prequalification of contractors with the class of work as, Sewer and Water for the project with 
an estimated value of $610,000 will be required.”. 


Please be reminded to acknowledge this Addendum in the Bid Form in Section 00300-3, (Page 3) of the 
Contract Documents and Specifications 


--- End of Addendum No. 1 --- 
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